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ANNUAL  REP  OAT  OF  THE  ±  JED  I  CAL  OFFICER  OF 


HEALTH 


for  the  year  ending  31st  Deceraber,  _1966 . 

The  Lindens, 

Dodd ing  t  on, 

M arch,  Camb  s . 
Tel ;Doddington  206. 


MR. CHAIRMAN  and  GENTLEMEN , 

I  beg  to  present  to  you  ray  report  for  the  year  1966  on  the 
health  condition  of  your  district  during  that  period. 

I  also  present  the  Public  Health  Inspector's  report. 

I  have  the  honour  to  be, 

Your  obedient  servant, 

CECIL  THOMAS, 

Medical  Officer  of  Health 

GENERAL  PROVISION  FOR  HEALTH  SERVICES. 

(1)  Public  Health  Committee. 

This  comprises  the  whole  Council. 

(2)  Public  Health  Officers. 

Medical  Officer  of  Health  -  CECIL  THOMAS,  M.R.C.8.  ,L.R.C.l- . 
Public  Health  Inspector  -  JOHN  METCALFE,  M.R.S.H. 

(3)  Nursing  in  the  Horne. 

The  entire  district  has  the  services  of  Trained  Nurses  under 
the  control  of  the  Local  Authority. 

(4)  Hospital. 

Most  patients  are  now  treated  at  Doddington  Hospital. 

(5)  Ambulance  Facilities. 

These  are  controlled  by  the  County  Council. 

(6)  Child  Welfare. 

Clinics  are  held  at  Doddington  and  Mane a. 

SOCIAL  CONDITIONS. 

The  number  of  adults  engaged  on  a gr icultural  work  continue 
to  decrease  with  the  drift  towards  factory  employment  in 
towns.  Seasonal  employment  on  farm  work  is  s  till  a  a-laoie  for 
many  members  of  the  female  adult  population. 
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GENERAL  STATISTICS. 


Area  (acres)  .  .i  ...  ...  ...  ... 

Population  (estimated  mid  year  by  Registrar 

General ) 

Number  of  inhabited  houses  ...  ...  ... 

Rateable  Value  . 

Estimated  net  product  of  a  penny  rate  ... 


.  ..  2 '±,701. 

4,570. 
...  1,586. 
. ..  £104,069. 
. . .  £416. 


The  estimated  population  for  mid  year  is  below  the  figure  for 
the  census  return  in  1961  which  was  4,737. 


V I TAL  STAT I ST ICS . 


Live  Births. 

Number  ...  ...  ...  ...  ...  ...  ...  57 

Kate  per  1000  population  .  12.47 


The  birth  rate  for  the  previous  year  was  10,91.  The 
national  birth  rate  for  1966  was  17.7. 

Illegitimate  Live  births  per  cent  of  total  live  births  7.01 


Still  births. 


In  umo  e  r  ...  ...  ...  ...  ...  .  .  .  ...  2 

Kate  per  1000  total  live  and  still  births  ...  33.89 

Total  Live  and  Still  Births..  ...  ...  ...  ...  59 
I^nfant  Deaths  (deaths  under  1  year)  ...  ...  ...  Nil 
Infant  mortality  Rates. 

Total  Infant  deaths  per  1000  total  live  births..  Nil 
Legitimate  "  "  "  "  legitimate  live  births  Nil 
Illegitimate"  "  "  "  illegitimate  "  "  Nil 


Neo-natal  Mortality  Rate 
total  live  births)... 


(deaths  under  4  weeks  per  1000 

•  •  •  4  0  0  0  0  4  4  4  4  0  0  4 


Nil 


Early  Neo-natal  Iviortality  P.ate  (deaths  under  1  week  per 

1000  total  live  births  ...  ...  ...  ...  ...  Nil 

Perinatal  Mortality  Rate  (stillbirths  and  deaths  under 

1  week  combined  per  1000  total  live  and  still  births)  33.89 

Maternal  Iviortality  (including  abortion) 


Number  of  deaths..  ...  ...  ...  ... 

Kate  per  1000  total  live  and  still  births. 


Deaths  in  Area  and  Causes : 

Tuberculosis,  Respiratory 
Malignant  Neoplasm,  stomach 
iualignant  Neoplasm,  Lung,  Bronchus 
Other  Malignant  &  Lymphatic  Neoplasms 
Diabetes 

Vascular  Lesions  of  Nervous  bystem 
Coronary  Disease,  Angina 
Hypertension  with  heart  disease 
Other  Heart  Disease 
Other  Circulatory  Disease 
Pneumonia 


Carried  Forward 


2 

25 


Nil 

Nil 


Total 

1 

1 

2 

11 

1 

7 

6 

1 

4 

1 

_4 

39 
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Brought  Forward 


Bronchi t i s 

Other  Disear.ec  of  Respiratory  System 

Congenital  ivial  forma ti ons 

Other  Defined  and  Ill-defined  diseases 

All  other  Accidents 

Suicide 


M.  F, 

25  '  14 

1 

1 

1 

3  4 

1 

31  20 


Total , 
’  39 
1 
1 
1 
7 
1 

51 


The  death  rate  for  the  aural  District  in  1966  was  11.15  per 
1,000  population  compared  with  0.51  for  the  previous  year.  The 
national  death  rate  was  11.7. 


NOTIFIABLE  INFECTIOUS  DISEaJES, 


Total  Notified 


ideas  les  82 

Scarlet ina  1 

"./hooping  Cough  1 

Tuberculosis  ^1 

Total  85 


FoOD  POISONING  OUTBREAKS . 

There  was  no  cases  of  food  poisoning  notified  in  the  xMiral 
District  during  1966. 


3 


' 


<s* 


PUBLIC  HEALTH  INSPECT^ '  S 


REPORT  FOR  THE  YEAR  1966 


SANITrmY  I  Nor  ACTION  OF  THE  . 

The  following  are  the  numbers  of  visits  and  inspections 
carried  out  during  1966. 


Improvement  Grant  Inspections 

Water  Supply  . 

Drainage .  ...  ... 

Fried  Fish  Shops.  ...  ... 

Caravans  and  encampments  . . . 

Factory  >.cts  Inspections  (including  building 

Bakehouses . 

Sanitciry  Acommodat  i  on.  .  ... 

Refuse  Dumps . . 

Rats  and  Mice  (including  premises  visited  by 
Operator )  ...  ...  ... 

Lanure  and  Refuse  Accumulations 
miscellaneous  Sanitary  Visits 
Nightsoil  Disposal  ...  ... 

Sewers  and  Lev/ age  Disposal  corks 
Dykes  ...  ...  ...  ... 

Buildings  under  Construction  and 


Mew  drain  tests..  ...  ... 

uevver  Tests  . 

Petroleum  Installations  ... 
Poultry  Farms  and  piggeries.. 
Infectious  Disease  Inquiries, 
offices  Shops  and  iwailvay  Premises 


ter at i on 


pro  jec 


.oden 


ts  ) 


60. 

5. 

25. 

5. 

16. 

47. 

2. 

30. 

14. 

36. 

9. 

26. 

2. 

227. 

15. 
497, 

64. 

9. 

3. 

9. 

1. 

26. 


IN  Sir  ACT  I  ON  OF  DCALuLiIHG  HOUSES. 

(1)  Number  of  houses  inspected  under  Public  Health  Acts  and 

Housing  Consolidated  Reg  ul  ext  ions  (excluding  Council 

o  u  s  e  s }  •  .  ...  ...  ...  ...  ...  ...  ...  17. 

(2)  Number  of  houses  surveyed  for  Blum  Clearance 

(not  included  in  ( 1 ) )  ...  ...  ...  ...  ...  5. 

(3)  Number  of  inspections  for  the  above  purposes 

(1)  and  (2)  (including  re-inspections) ,  ...  ...  67. 

(4)  Number  of  dv/el  lings  inspected  under  xxent  Act,  1957..,  Nil. 

(5)  Inspections  of  Verminous  or  Dirty  Dwellings  ...  ...  3. 

(6)  Number  of  Inspections  and  Visits  to  houses  in  connection 

with  Improvement  Grants  ...  ...  ...  ...  ...  60. 


(7)  Number  of  Visits  to  Council  Houses  -  Repairs, 

maintenance,  and  complaints,  etc.  ...  ... 

MEAT  AND  FOOD  INSPECTION . 

Butchers'  Shops...  .  .  ...  ...  . 

Grocers'  Shops  ...  ...  ...  ...  . 

Ice  Cream  Premises  (Retail)...  ... 

Visits  and  enquiries  re  suspected  food  poieoining 

C  tt  o  C  S  •  0  •  •••  #  •  *  •••  •  «  •  •  •  *  •  •  • 


2598. 


15. 

17. 

7. 

4. 


/ 
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HOUSING 


The  Rural  Council  did  not  erect  any  dwellings  during  1966. 

Twenty  two  dwellings  were  erected  by  private  enterprise  and 
twelve  under  construction  at  the  end  of  the  year.  Nine  of  the 
new  dv/el  lings  were  built  on  a  private  estate  for  16  dwellings 
at  Dodd ing ton. 


Two  bungalows  were  erected  by  Cainbs.  D  Isle  of  Ely  County  Council 
to  replace  obsolete  houses  on  Smallholdings.  A  pair  of  houses 
was  constructed  at  Dodd  in^ ton  for  County  Council  departments. 


Summary  of  the  post  war  development  in 


the  Xvural  District: 


^ural  District  Council 

County  Council  Departments 

Drainage  boards 

Hospital  Board 

Private  Enterprise 

Private  Enterprise  (Conversions) 


232 

15 

4 

2 

192 

2 

447 


dwel  1  inp 

ti 

it 

ii 

ii 

ii 

it 


Further  progress  was  made  on  Slum  Clearance  as  can  be 
seen  from  the  following  figures 


Demolition  Orders  made 


6. 


Houses  demolished  as  result  of  Demolition  Orders 

or  voluntarily  by  owners..  ...  ...  ...  ...  15. 

Closing  Orders  made .  1. 

Closing  Orders  revoked  and  Demolition  Ordec  made 

i n  lieu  ...  ...  ...  ...  ...  ...  ...  3. 


Houses  made  it  and  houses  in  which  defects 
we  re  r  emed i ed 

after  informal  action  by  District  Council...  ...  8. 


Total  number  of  dwellings  demolished  or  closed  during 
the  period  from  1st  January,  1955  to 

31st  December,  1966  ...  ...  ...  ...  ...  165. 

Iivix'xvOV  EviENT  GxvaNTo  . 


One  application  for  a  Discretionary 
and  approved  amounting  to  £239.15.  Od. 
completed  ana  the  grant  paid  in  the  year 


grant  was  received 
The  scheme  was 
under  review. 


Fifteen  appl ications for  Standard  grants  under  the  House 
Purchase  and  Housing  Act,  1959,  as  amended  by  the  Housing 
i-.cts,  1961  and  1964,  were  approved  during  the  year;  the  total 
value  of  the  grants  approved  amounted  to  £2,626.  9.  3d. 

Eight  of  these  schemec,  together  with  ten  earlier  schemes, 
were  completed  during  1966  and  grants  amounting  to  £2,650.  3.  6d. 
were  paid. 

The  amenities  provided  under  Improvement 
completed  in  1966  were  as  follows 

Standard. 


Baths 

17 

.  ash  basins 

17 

Hot  water  systems 

17 

Larders 

9 

i.'ater  closets 

17 
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Grant  s  chemes 


D_  ijj>cre_  t  Jo nary . 


1 


.  f 


60  inspections  (including  reinspections )  were  nade  at 
premises  in  respect  of  improvement  schemes. 

No  application  was  received  for  Grant  under  Jection  *i6  of 
the  Housing  (Financial  /revisions)  Act,  1950,  in  connection  with 
the  erection  of  new  dwellings  by  private  enterprise. 

BUILDING  REGULATIONS. 

110  plans  were  deposited  with  the  Council  under  the 
Building  Byelaws  and  the  Building  Regulations,  which  came 
into  operation  on  the  1st  February,  19o6.  Five  plans  were 
rejected.  497  inspections  were  made  of  premises  in  course 
of  erection  or  alteration.  Tests  of  new  drains  were  carried 
out  at  04  premises. 


-aTER  SUPPLY. 

The  statutory  Hater  authority  for  the  area  is  the  Wisbech  &c 
District  Hater  Board.  10  dwellings  on  the  outskirts  of  the 
Rural  District  are  served  by  Hater  Undertakings  from  other  areas. 


The  following  information  is  supplied  at  the  request  of  the 
ministry  of  Housing  and  Local  Government 


(i)  There  has  been  a  plentiful  supply  of  water  throughout 
the  area  served  by  Board's  mains  and  there  have  been  no  complaints 
as  to  quality  of  the  water  supplied  by  the  Board. 

( i i )  Norma  lly  routine  independent  sampling  of  piped  water 
supplied  is  not  carri ed  out  by  the  Council,  as  the  Cater  Board's 
Chemist  carries  out  frequent  bacteriological  examinations  of  the 

mine  water  at  selected  sampling  points. 


(iii)  No  action  by  the  Council  was  necessary  in  respect  of 
con  t  am  i  na  t  i  on . 

(  iv)  T...e  local  supply  of  water  is  not  plumbo-solvcnt . 

(v)  Proportion  of  dwelling  houses  supplied  from  Public 

mains  :  - 


Pari sh  No. of 

No . wi th 

No . wi thout 

Percentage 

Occupied  houses, 

mains  wat er . 

stains  water . 

Connected. 

Bcnw i ck 

223 

222 

1 

99.55. 

Dodding  ton 

463 

456 

7 

90.40. 

Bianca  (  including 
Welches  Darn). 

440 

436 

4 

99.09. 

C  irnbl  ing  ton 
(including  Jtonoa 

)  462 

456 

J> 

90.70. 

Total s 

1508 

1570 

10 

90.06. 

Iviost  of  the  few  houses  without  mains  water  are  situated 
remote  from  the  nearest  mains  and  it  is  not  economical ly  possible 
to  take  water  to  them. 


For  the  following  schedule  of  work  carried 
CitcBford  Rural  District  during  1966,  and  Cater 
indebted  to  r.r.  Cyril  Llanwarne,  B. 3c. Tech.,  A.r. 
Water  Engineer,  and  hr . J . C . Col  1  ins ,  Chemist  and 
the  riobech  and  District  Cater  Board: - 


out  in  North 
Analyses,  I  am 

I.C.E.,  A .  hi .  I .  '.E 
Bacteriologist  of 


7 


6 
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New  tvain^  L aid: 


Uykemoor  Farm,  Dodd ing ton. 

Supply  to  mud son' s  new  bungalow. 

1 , 000 

yards 

2" 

F.V.C. 

Hous  ing  bite  off  food  .Street, 
Doddington.  The  Rowans. 

213 

!  t 

3" 

1".V.C  . 

N cw  V; ;  o  r  1  d ,  Doddington. 

D.B. Fisher's  Poultry  Farm. 

400 

ii 

1 1 

1  1 

Total  length  of  main  laid 

1,613 

yards 

Acid  it i  ona  1  i;ont  s_t  i_c  P  r  ope  r  t  ies  Jupp  lied: 

B  enw i ck  2 

Dodd ing ton  18 

iti  anon  1 

/  i  mb  1  i  ng  t  o  n  __2 

Total  23 


water  Analyses  1966  -  North  ..  i t chf ord  ,-ural  j^js_tr  Pet . 

In  order  to  maintain  a  pure  and  wholesome  supply  to  the 
district,  frequent  bacteriological  examinations  have  been 
undertaken  during  1966,  on  samples  from  the  Board's  sourceworks 
and  the  distribution  system  in  t.is  and  adjoining  areas.  The 
results  have  been  of  a  very  high  standard.  any  chemical  analyses 
have  also  been  carried  out. 

All  new  mains  were  sterilised,  samples  taken  a.nd  bacteriological 
examinations  made  before  the  ains  were  put  into  service.  No 
connections  were  permitted  until  the  water  in  the  ma ins  was  of  the 
highest  standard  of  purity. 


A  sample  taken  on  the  8th  December,  1966,  from  the  dis  tribit  ion 
system  off  Marham  Pulping  Station,  on  which  a  fluoride  estimation 
was  carried  out,  had  a  fluoride  content  of  0.05  i/arts  per  million 
(as  F) . 

The  water  supplied  by  the  board  to  North  ditchford  uura 1 
District  is  not  pi  umbo- solven t . 


There  were  no  cases  of  contamination  of  the  water  supply  in 
North  , i tchf ord  uural  District  during  1966. 


bacteriological  S  am  pies 
and  adjoim areas  . 


taken  in  the  North  ..  itchford 


x v u ral  District 


Place  of  Sampling. 

Total 

Tests 

Taken. 

Mo .  o  f 
Tests 
Negat ive . 

No .  o£ 

Tes  ts 
positive . 

Percentage 

Negat ive 

Tests. 

march 

52 

52 

- 

100% 

Dodd ing ton 

4o 

48 

- 

100% 

i Chat  ter i  s 

103 

103 

- 

100% 

ivianea 

46 

46 

- 

100% 

Tot  al  s 

249 

249 

- 

100% 
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DRAI NAGS  AND  SE; .  ERaGE . 


Benv/i ck  has  a  modern  sewerage  system  for  foul  orc-inage, 
which  has  been  in  operation  since  mid  1963,  and  the  samples' of 
effluent  taken  from  the  discharge  point  at  the  sewage  disposal 
wor-v. s  ciuiing  tiie  year  were  all  satisfactory.  Only  2  connections 
were  made  to  the  new  severs  during  1966.  6b  yards  of  6”  diam. 
glased  stoneware  flex  jointed  pipes  were  laid  for  tne  purpose 

^  shor  t  s  ewe  i  extension  in  Lily  holt  j.  ,oad,  L  en  wi  ck,  in  respect 
of  wnich  a  new  householder  made  a  contribution  towards  the  cost. 

The  year  under  review  saw  the  completion  of  the  laying  of 
sewers  for  the  iianea  Jcheme,  47  yards  of  6"  diam.  flex  jointed 
pipes  were  laid  for  foul  sewers  malting  a  total  of  1,855  yards 
in  all.  In  addition  35  yards  of  12"  diam.  and  104  yards  of 
9"  diam.  surface  water  sewers  were  laid  to  divert  dyke  water 
from  the  old  12"  sever,  together  the  cleaning  and  grading  of 
e;  i sting  dyhes.  The  new  sewage  disposal  works  at  Town  Lots  were 
commiss ioned  in  the  Autumn  of  1966  and  the  existing  post  war 
works  at  ulebe  Close,  Testfielo  Load,  were  provided  with  sludge 
drying  facilities. 


ueconnection  of  existing  properties  to  the  new  sewers  in 
.estficld  Road  and  ,-chool  Lane,  iictnea,  was  put  in  hand  together 
with  more  work  on  disconnecting  roof  water  from  the  foul  sewers 
in  order  not  to  overload  the  pumps.  The  foil  owing  is  a  summary 
of  the  work  carried  out:- 

i lumber  of  properties  connected  to  sew  sewers  28 

Number  of  properties  disconnected  from  old 

sewers  and  re-connected  to  new  se  ers  61 


Length  of  foul  drains  laid 
for  house  connections. 

4"  diameter 

•  •  •  •••  ••• 

6"  diameter 

•  •  •  •••  ••• 

Leng  th  of  R  .17  .disc  onnec  ting 

drains  laid 

Total 


Cork  done 


in 

1 9  6 

350 

yds. 

15 

yds. 

193 

yds . 

558 

yds. 

Total  from 
beginning  o: 
s  cherne . 


1203  yds. 
137  yds. 

1283  yds. 
2623  yds. 


.7  i  th  regard  to  the  villages  of  Doddington  and  imblington, 
apart  from  the  pos t  war  housing  estates,  the  main  portions  of 
the  built-up  areas  are  served  by  old  combined  storm  and  foul 
sewers,  which  discharge  to  a  variety  of  outfalls  consisting  of 
obsolete  disposal  works  or  simple  catchpits  serving  as  detritus 
tanks  prior  to  discharge  of  the  virtually  crude  sewage  water 
into  dykes.  As  mentioned  in  the  Report  for  1965,  the  Council's 
Consulting  Engineers  have  prepared  a  scheme  for  a  comprehensive 
.lain  drainage  scheme  for  Doddington  and  limbi  ing  ton.  During 
1966  outline  plaining  approval  was  obtained  for  the  use  of 
various  parcels  of  land  for.  six  sewage  punping  stations  and  a 
sewage  disposal  works  to  serve  both  villages.  Notice  of  consent 
was  also  obtained  from  the  Great  Ouse  River  Board  Authority  for 
the  discharge  of  effluent  from  the  proposed  works  and 
negotiations  were  commenced  for  the  purchase  of  land  required. 

There  are,  of  course,  a  nuuber  of  houses  on  the  perimeter  of 
these  villages  which  have  cesspool  drainage  sys terns,  from  which 
ovi v flows  occur  into  lane  drainage  ditches.  The  Council 
operates  an  emptying  service  through  a  local  Contractor  for  houses 
in  uncevered  areas,  and  one  free  emptying  per  anmim  is  al lowed. 
There  are  a  considerable  number  of  houses  in  manea  still 
equipped  with  pail  closets,  but  this  number  v/ill  be  reduce^  with 
the  completion  of  new  sev;ers  in  that  village. 
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PUBLIC  CLLrU  BING. 


Night  soil,  which  is  collected  by  contractors,  is  composted 
with  straw  for  use  as  manure  on  arable  land.  The  contracts 
provide  for  three  collections  of  closet  pails  per  fortnight,  the 
nu-iGer  of  closets  being  dealt  with  at  the  end  of  the  year  was  130. 
xne  number  of  pail  closets  converted  to  water  closets  in  1986  was 
41  and  15  of  these  conversions  were  part  of  improvement  grant 
schemes. 


B  enw i ck 


Doddi ng  ton 


an  ca 


..  imbl  ing  ton 
(with  b tone a) 


Closet  Co nv e_r_s  i  o ns  19 66  . 

Other  s 


Improvement 
Grant  o_ch ernes  . 

1 

2 

11 

1 

15 


1 

23 

2 

26 


Total. 

2 

2 

34 

3 

41 


T he  following  table  shows  the  progress  of  closet  conversions 
during  the  past  ten  years:- 


G^ant  uchemes.  Others 


Total 


Prev i ous  iy  r epor  ted 

1956  to  1965 

1966 


122 


236 


358 


Cesspools  and  vaults  are  emptied  upon  request  from  occupiers 
by  one  of  the  Contractors,  who  uses  two  cesspool  emp tiers  for  this 
purpose.  The  contents  are  either  discharged  over  arable  land  or 
disposed  of  at  the  nightsoil  tipping  points. 


R  RTUbE  _ COLLECTI  ON . 

Household  refuse  is  collected  from  the  built  up  areas  of 
the  villages  (including  the  roads  between  the  villages)  once 
every  fortnight  by  two  separate  Contractors  employing  the 
kerbside  method.  Certain  sparsely  populated  outlying  areas, 
namely  Forty  Foot  Bank,  Doddington;  Floods  Ferry  ,^oad, 

Benv/ick;  Purls  Bridge  and  Fifties  Road,  Lanea,  are  given  a 
collection  every  four  weeks.  The  refuse  is  isposed  in  disused 
gravel  pits  and  covered  with  soil. 


kILK  SUPPLY. 

The  whole  of  the  Council's  district  is  within  a  "des  ign:it  ed 
-rea"  for  the  supply  of  milk,  which  in  the  main  is  distributed 
by  two  firms  operating  from  dairies  outside  the  Council's  area. 
There  are  two  local  persons  also  retailing  milk  in  the  District. 

pnD-kg  UTHLrv  I'Ryig  l i :  CTT on . 

There  are  now  no  licensed  slaughterhouses  in  the  uural 
District,  the  seven  butchers  who  have  snops  in  the  .area  have  the 
animals  they  purchase  slaughtered  in  the  neighbouring  Urban 
District  of  march  and  Chaitteris. 
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FUCd  Pi. vFi.a  I  oEd . 

(  i ) 


(ii) 


(  iii) 

(  iv) 

(v) 

( vi ) 

( vi  i  ) 

(viii)  32  visits  were  made  of  food  premises  during  the  year. 

byelaws  for  handling  food  were  adopted  by  tne  Council  in 
1951  under  beet  ion  15  of  the  Food  and  Drugs  j.ct  19  38. 

lViOV  iLtj.  _oLb^  jLl  1  • 

There  are  no  large  caravan  sites  in  the  Council's  area. 

Two  site  licences  for  single  caravans  were  issued  during  1965  under 
the  Caravan  bites  ana  Control  of  Development  Act,  I960,  and  these 
were  atill  in  ©paration  up  to  the  end  of  1966.  Planning 
permission  for  two  caravans  on  a  site  at  Manea  was  refused  by  the 
County  Planning  Authority  although  the  District  Council  supported 
the  applications  and  was  prepared  to  issue  a  site  licence.  The 
Planning  Authority  has  a  rigid  policy  which  requires  caravans 
to  be  located  on  a  central  site  and  isolated  sites  are  not 
encouraged.  Some  trouble  was  experienced  with  temporary 
encampments  occupied  by  seasonal  farm  workers  who  fail  to 
provide  sanitary  accommodation  and  distribute  litter  on  the 
sites  and  ditches  around  the  same. 

RODENT  CONTROL . 

A  few  complaints  were  received  regarding  rats  and  mice  which 
were  investigated.  The  Counci  1  do  not  possess  the  necessary 
staff  to  carry  out  rodent  destruction  work  other  than  that 
confined  to  sewer  dykes  and  refuse  disposal  tips.  Owing  to 
the  pressure  of  other  work  it  is  not  possible  to  devote  much  time 
to  rodent  control,  but  all  complaints  are  investigated  and  the 
opportunity  to  check  for  the  presence  of  vermin  is  taken  when 
promises  are  visited  in  connection  with  other  matters.  Good 
liaison  is  maintained  with  the  local  officials  of  the  rest 
Department  of  the  Ministry  of  Agriculture  Fisheries  and  Food. 


ihe  number  of  food  premises  in  the  area  is  as  follows;- 


20 

7 

2 

4 

1 

11 


urocors,  general  provision  stores  and  confectioner 
Butchers  ... 

Bakers  ... 

Fried  Fish  Chops  . 

Cafes  ... 

Licensed  Premises. 

15  premises  are  registered  under  Lection  16  of  the  Food 
and  Drugs  Act,  1955,  for  the  sale  of  ice  cream.  No  ice 
cream  is  manufactured  in  the  area  and  all  the  retailers 
sell  prepacked  ice  cream,  which  in  every  case  is  s  tored 
in  proper  refrigerator  cabinets.  There  arc  no  dairies 
in  the  Dis  trict. 

7  inspections  of  registered  food  premises  were  made 
during  the  year. 

No  new  educational  activity  was  undertaken  during  the  year. 

Condemned  tins  tuffs  are  normally  disposed  of  by  burial  at 
the  refuse  dumps. 

No  examination  of  whole  consignments  of  food  was  necessary. 
There  are  no  ice  cream  manufacturers  in  the  area. 
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1937  to  1959 


FACTO.;  IAS  A CTG 


.^a-r,Ll  cu  1  a r s  of  the  A dm inis  tration  of  the 
F^tjDr  i^s  ^ctj^  19 37 ““ — 

PART  1  OF  THA  nCT. 

1  -  INoPACITONS  for  purposes  of  provisions  as  to  health. 


(ii) 


Factories  in  which 
Sections  1,2, 3,4  &  6 
are  to  be  enforced  by 
Local  Authorities... 

Factories  not  included 
in  (  i  )  in  wli i ch 
Section  7  is  enforced 
by  Local  Author i ty 


fiii)  Other  Premises  in 
which  Section  7  is 
enforced  by  the  Local 
Authority  (excluding 
out-v/orkers  1  premises) 


Total . .  , 

2  -  Cases  in  which  DL'FLCTS  were  found 


Number 

T— 

Number  of 

on 

Aegi  ster 
(2) 

Inspec¬ 
tions  . 
(3) 

1  Ur i 1 1  en 
No  ti ces 
(4) 

Occupiers 

Prosecuted. 

(5) 

5 

3 

24 

1 1 

- 

mm 

19 

33 

— 

43 

47 

- 

- 

|  Particulars 

N umb e r  of  c a s 

were 

es  in  which  defects 
found . 

Number  of 
cases  in 
which 

prosecut i ons 

j 

(1) 

F  ound 

u> 

Remedied 

(3) 

Refer 
To  H.M. 
Inspector 
(4) 

red 

By  H  .ivi . 
Inspe  c  tor 
(5) 

were 

ins  t i tuted. 

(6) 

Kant  of  cleanliness 
(C,l.) . 

5 

5 

— 

«• 

- 

Overcrowding  (S.2.) 

- 

i 

Unreasonable 

temperature  (S.3). 

- 

- 

- 

- 

- 

Inadequate 
Ventilation  (S.4) . 

- 

- 

- 

- 

-  11  - 


.  L. . .  .<r<, 


■ 


p 


Par  t icu 1 ars 

u) 

|  Number  of  cases  in  which  defects 
|  were  found 

[ 

Number  of 
cases  in  which  ! 
prosecuti on 

were 

ins  t i tuted. 

Found 

(2) 

Remedied 

(3) 

Ref 

To  H-.ivi. 

I nspec  tor . 
(4) 

erred 

By  H.ivi 

j  I  nsp  ec  toi 
(5) 

k 

(6) 

Ineffective  drainage 

to  f loors  ( S. 6 ) . 

Sanitary  Conveniences 
(S.7) 

(a)  Insufficient 

(b)  Unsuitable  or 

de  f ec  t ive . 

m 

_  4 

4 

2 

2 

(c)  Not  separate  for 
sexes . 

. 

_ 

Other  offences 
against  the  Act 
(not  including 
offences  relating 
to  Outwork) . 

Total 

6 

6 

- 

- 

- . —  •••■ — — 

PART  VI 11  UF  THE  nCT 


Outwork 


( J e  c  t i on  110  and  111) 


There 

THE 


are  no  outworkers  in  the  district. 
OFFICES ,  >th ic-Pq  ± JSL .  _--^J£luIJEE 


LL,. 


1963. 


The  following  table  sets  out  the  information  returned  to  the 
ministry  of  Labour  in  connection  with  the  above  Act  which  came 
into  operation  in  1964. 


REGISTRATIONS 


TABLE 

GENE 


iUj  INSPECTIONS, 


(1) 

(  2) 

Class  of  Premises 

Premises 

T  o  t  ci  1 

Registered  premises 

Registered 

reg is  tered 

receiving  general 

during 

premises 

inspection  during 

the  yea.r. 

end  of  year. 

the  year. 

Offices..,.. . 

.  .  2 

10 

4 

Retail  shoos.  ......... 

.  .  1 

20 

7 

Wholesale  shops,  warehouses- 

Catering  establishments 

open 

to  the  pu  lie,  canteens. 

#  • 

1 

1 

Fuel  storage  depots . 

1 

** 

Totals 

3 

32 

12 

-  12 

- 

i  - 


t 


Ti  J3LE  B 

NUMBER  OF  VISITS  OF  ALL  KINDS  BY  INSPECTORS  TO  ALGIdTL^EL  PAUSES 


26 


T.J3LE  C 

ANALYSIS  OF  PERSONS  EMPLOYED  IN  REGISTERED  LFiAuES  BY  ./CAKPLnGi 


Claris  of  workplace 

Number  of  persons 
ernp  1  oyed 

(1) 

(  2) 

Off  ices . , . 

Retail  shops . .  .  , . 

Wholesale  departments,  warehouses.,..,. 
Catering  establ ish; :»ents  open  to 

the  pub  lie . 

Canteens . 

Fuel  storage  depots . 

32 

35 

2 

2 

Total 

71 

Total  i-xciles 

28 

Total  Females 

43 

1 

J.iiETC^LFE, 

Public  Health  Inspector. 
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